
Enjoy some 
money-saving 
coupons towards 
your next 
purchase of 
3)ave's smokes. 


SURGEON GENERAL'S 
WARNING Smoking Causes 
Lung Cancel. Heart Disease. 
Emphysema. And May 
Complicate Pregnancy 


Regular 16 mg "tar." 1.0 mg 
nicotine — Lights: 11 mg "tar.” 
0 7 mg nicotine av. per cigarette 
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